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Introduction 


THE  London  Concrete  Machinery  Co.  was  incorporated  in  1908  with  an 
authorized  capital  of  $1,000,000.00.    It  is  a  purely  Canadian  Company,  and 
has  grown  very  rapidly.    Our  machines  are  known  in  every  Country  in  the 
World,  and  wherever  introduced  they  have  proved  satisfactory. 

Our  Factory  is  very  complete  in  every  detail,  the  equipment  being  of  the 
most  modern  type.  We  employ  the  most  scientific  methods  in  the  treatment  and 
manufacture  of  all  material  used  in  the  construction  of  our  machines,  producing 
in  large  quantities  machines  that  are  thoroughly  standardized. 

Construction.  All  of  our  machines  are  of  a  high  class  construction.  They 
are  built  on  the  most  improved  designs  and  of  the  best  materials  available.  They 
are  known  for  their  high  quality  and  their  long  life.  Every  machine  sold 
thus  becomes  a  lasting  advertisement  to  the  London  Concrete  Machinery  Co. 

Spare  Parts  are  carried  at  all  our  Branches  and  Agencies.  We  keep  a  record 
of  every  machine  sold,  and  we  guarantee  to  furnish  any  part  from  stock.  This 
service  is  much  appreciated  by  our  customers. 

This  Catalogue  describes  our  world  famous  line  of  London  Non-tilting 
Mixers.  We  also  manufacture  the  well-known  line  of  Ideal  Tilter  Mixers  in  all 
sizes  from  the  small  farm  machine  up  to  the  Builders'  machine  of  one  yard  capacity. 
Also  London  Hoists,  Contractors'  Pumps,  Concrete  Carts,  Concrete  Block  Machines, 
Concrete  Brick  Machines,  Tile  Machines,  Tile  Moulds,  Rock  Crushers*  Screens, 
Elevators,  a  full  line  of  Coatractors'  Machinery;  also  Coal  and  Quarry  Machinery. 

Prices.  We  will  fuYnish  prices  for  either  domestic  or  foreign  trade,  together 
with  drawings  and  more  complete  specifications  on  request. 

Mail  Orders.  We  are  the  largest  Mail  Order  House  in  the  Concrete  Machinery 
Industry.  All  machines  ordered  through  the  mails  are  guaranteed  as  represented 
and  may  be  returned  by  the  customer  if  not  suitable  for  his  requirements  and  we 
cheerfully  refund  the  purchase  price.  Satisfaction  Guaranteed  with  every  order. 
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SECRETARY 


London  Non-Tilting  Mixers,  described  in  this  cata- 
logue, are  manufactured  entirely  in  our  plant  at  London, 
Canada,  under  original  basic  patents.  They  are  recognized 
the  world  over  by  Engineers  as  standard  in  non-tilting 
mixer  design.  These  machines  are  used  in  almost  every 
country  in  the  world. 

Needless  to  say  the  Design  has  been  imitated. .  This 
can  be  expected  of  any  article  universally  accepted  and  is  a 
compliment  to  the  machine.  However,  we  do  not  stand  still. 
Modern  methods  of  construction  make  new  demands  on  the 
manufacturers  of  equipment  and  we,  therefore,  at  all  times 
keep  our  machine  improved,  not  only  up  to,  but  well  in 
advance,  of  engineering  requirements.  Our  large  modern 
plant,  our  competent  engineers;  and,  ample  capital  along 
with  co-operation  from  our  customers,  have  all  contributed 
their  part  in  making  London  Mixers  stand  supreme  in  the 
Non-Tilting  Mixer  class. 

Carefully  read  the  Catalogue.  Remember  the  ser- 
vice we  give  to  our  customers — the  many  exclusive  patented 
features  of  London  Non-Tilting  Mixers — the  long  life 
and  efficient  service  of  our  machine  and  when  you  require 
another  Concrete  Mixer  buy  a  LONDON. 


LONDON  CONCRETE  MACHINERY  CO.,  LTD., 
LONDON  CANADA 


LARGEST  MANUFACTURERS  OF  CONCRETE  MACHINERY  IN  THE  BRITISH  EMPIRE 
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London  Concrete  Mixers 

The  illustration  on  this  page  is  from  an  actual  photograph  of  a  London  Concrete  Mixer, 
The  arrows  indicate  features  which  are  distinctly  London,  and  which  add  to  the  life  of  the 
machine,  provide  ease  of  operation  and  add  to  the  mixing  capacity  with  lower  operat- 
ing cost. 
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Our  Engineers  have  constantly  kept  pace 
wit)]  moflcrn  nicthorls  of  construction  and  de- 
sign, and  ihc  result  is  that  our  machines  are 
accept  (;d  everywhere  as  the  standard  for 
higlj-class  concrete  mixer  construction. 

London  (Joncrete  Mixers  arc  built  to 
slaii'l  up  for  years  under  I  lie  most  severe  use. 
Tlicy  do  rai>id  mixing  and  jjroduce  just  the 
kind  oi  (oncrcic  that  tin;  engineer  calls  for. 
Tliey  are  ecfjuoniicil  U)  operate  and  every 
lioui  ilxv  'Hf  ill  use  llicy  denionslrale  the 
I  mill  III  I  lie  old  .;iying,  "The  best  is  the  clieap- 
<T'-  in  I  he  loii^^',  run." 


POWER  CONNECTION 
Standard  Equipment  for  Mixers  ordered  with- 
out power  includes:  on  Nos.  G  and  7-S,  friction 
clutch  and  gear  for  engine  shaft;  on  sizes  Nos. 
0-S,  11-S,  15-S,  21-S,  30-S,  42-Sand  50-5  gears  on 
countershaft  or  pulley  is  standard  equipment. 
Clutch  for  gasoline  engine  drive  can  be  sup- 
plied as  an  extra,  but  arc  included  as  standard 
('(juipment  on  all  machines  ordered  with  gasoline 
engines.  All  machines  e(|uipi)ed  with  electric 
motor  hav<M-educt  ion  gears  for  speed  reduction, 
Note  -When  mixers  are  ordered  without 
|)()W<'r,  if  to  be  operated  with  electric  motor, 
reduction  g(Mrs  should  be  ordered  extra,  giving 
speed  and  diameter  of  motor  shaft.  (See  illus- 
trations on  pages  1)  and  22. 
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London  Concrete  Mixers 


There  are  many  Points  to  consider 

when  selecting  a  Concrete  Mixer,  all  of  which 
are  of  more  real  importance  than  is  generally 
realized.  Too  often  it  is  assumed  that  all 
Mixers  are  good  and  that  the  concrete  produced 
from  one  machine  is  the  same  as  that  from 
another. 

Every  Engineer  knows  that  the  uniform- 
ity of  the  concrete  produced  does  vary  with 
the  Mixer  and  that  the  quality  and  perman- 
ence of  the  work  depends  entirely  on  the  thor- 
oughness with  which  every  unit  of  aggregate 
and  every  grain  of  sand  is  coated  with  cement. 

It  is  very  Important  that  the  cement  be 
evenly  distributed  over  the  surface  of  every 
particle.  It  is  also  just  as  important  that  the 
stone  and  sand  be  evenly  distributed  through- 
out the  entire  mass  thus  filling  all  the  void 
and  making  a  close  grained,  impervious  concrete 

The  Method  employed  in  wetting  the 
mixture  is  equally  important.  Water,  cement 
and  sand  in  itself  will  not  make  good  concrete. 
Too  much  water  will  cause  the  materials  to 
separate,  the  cement  to  rise  to  the  top  and  the 
stone  to  settle  to  the  bottom:  therefore,  a 
Concrete  Mixer  should  be  used  which  will 
produce  a  tough,  creamy,  dense  mixture.  It 
does  not  require  a  lot  of  water  to  make  concrete 
flow,  all  that  is  required  is  good  mixing; 
properly  made  concrete  will  flow  freely. 

The  mixing  should  be  so  thorough  as 

to  force  out  all  the  air  thus  producing  a  creamy, 
homogeneous  mixture  which  will  make  a  dense 
concrete  having  strength-resisting  qualities 
equal  to  that  of  granite. 

The  London  Concrete  Mixer  accom- 
plishes this,  not  by  just  rolling  the  materials 


over  in  the  drum  but  by  a  combination  of  diff- 
erent movements  of  the  materials  within  the 
drum,  rolling,  spilling,  cutting,  slashing,  spray- 
ing, breaking  and  reversing.  As  the  material 
is  carried  upward  it  is  cut  through  by  diagonal 
blades  and  carried  continuously  by  a  set  of 
lifting  buckets  to  the  extreme  top  of  the  drum 
from  whence  it  is  thrown  with  great  force 
downward  unto  the  reverse  side  of  the  discharge 
chute.  This  violent  action  breaks  it  up  spread- 
ing it  in  a  reverse  direction  to  the  action  of  the 
blades.  These  blades  again  grasp  the  material 
in  its  descent  thus  breaking  and  dividing  it 
hundreds  of  times. 

The  action  of  spilling  from  the  top  of 
the  drum  onto  the  reverse  side  of  the  dis- 
charge chute  forces  all  the  air  out.  The  action 
of  the  diagonal  blades  and  lifting  cups  prevents 
the  coarsie  material  from  settling  to  the  bottom 
of  the  drum. 

Capacities.  Our  Mixers  of  sizes  No.  7-S 
and  larger,  are  rated  at  their  capacity 
in  Mixed  Concrete.  It  will  be  noted  by  their 
numbers  that  they  are  larger  than  called  for  by 
Standard  Specifications.  This  is  a  decided 
advantage,  as  oftentimes  it  is  a  great  con- 
venience to  have  a  machine  just  a  little  larger 
than  the  specifications  call  for.  They  take  less 
power  than  smaller  machines  overloaded. 
London  Concrete  Mixers  are  made  in  the  correct 
sizes  to  meet  every  engineering  requirement. 

The  Concrete  produced  by  all  London 
Concrete  Mixers  is  uniformly  mixed.  The 
materials  are  evenly  distributed;  all  particles 
are  coated  with  cement;  all  air  is  expelled  from 
the  mixture  and  the  concrete  as  delivered  from 
the  drum  is  uniform  and  without  variation  in 
density  or  structural  strength. 
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Drum  of  London  Concrete  Mixer 


Fig.  A-1 — Interior  View  of  Mixer 
Drum  when  empty. 


Fig.  A-2 — Interior  View  of  Mixer 
Drum  mixing  a  Batch  of 
Concrete. 


The  Mixing  Drums  on  London  Concrete 
Mixers  are  what  are  commonly  known  as  the 
Non-Tilting  type,  now  recognized  by  engineers 
as  the  standard  in  high-grade  Mixer  construc- 
tion. 

Non-Tilting  is  a  term  applied  to  a  mixing 
drum  which  will  discharge  its  contents  without 
the  drum  being  tilted,  a  spout  or  chute  being 
operated  within  the  drum  so  as  to  discharge 
the  contents  at  the  will  of  the  operator.  The 
following  will  illustrate  the  operation  of  the 
mixing  drum  on  London  Concrete  Mixers. 

Fig.  A-1  illustrates  the  empty  drum  with 
section  cut  away  and  discharge  chute  removed. 
A  is  the  charging  oijcning.  H  is  the  mixing 
hhifles  whifl)  ;irc  scl  ;il  an  angle,  as  (he  drum 
rolat(;s,  they  lifl  llic  iii.i I crials  and  at  the  same 
time  slide  ihcm  inio  I  he  lifiing  buckets.  C  is 
the  sfcci  lifliiiy,  liiK  kcis  w  hich  c.'irry  (he  nia- 
terials  lo  Ihc  cxlrcnic  lop  ol  ihc  (hiiiii  lor  llic 
purpose  of  increasing  lln-  mixing  speed  and  lo 
d<p()-ii  llic  (onrrclc  iiilo  llic  (lis(li;irgc  clnilc 
U'licii  (ji  M  li;ir;',iii^',. 

I' ig.  A-2  ill  ir  1 1,1 1  c-  ihc  iliiiiii  in  niixin.i; 
,1(1  ion.  \)  is  llic  di  <  li,ii'^',c  clinic  ic\(  iscd 
I  )ni  i  n;'  llic  pi  o(  c    ol  nii  \  ini' ,  llic  li  1 1  i  in;  I  iiirkc  I  s 


Fig.  A-3 — Interior  View  of  Mixer 
Drum,  illustrating  the  Dis- 
charging of  a  Batch  of  Con- 
crete from  the  Drum. 

carry  liie  materials  to  the  extreme  lop  of  the 
drum  and  in  its  descent  it  is  thrown  unto  the 
chute,  whicli  being  in  a  reversed  position,  with 
I  Ik;  round  side  up,  spreads  the  materials  in  the 
rciverse  direction  and,  at  the  same  time,  diverts 
litem  toward  the  charging  (Mid  of  the  drum, 
'i  hc  materials,  when  iieing  mixed,  are  travelling 
in  several  different  directions  at  liie  same  lime, 
insuring  a  perfecliy  mixed  coiicrele. 


Fig.  A-3  illustrates  the  mixing  drum  in  the 
process  of  discharging  its  contents.  E  is  the 
discharge  chute  in  discharging  position.  The 
lifting  buckets  deposit  the  material  into  the 
chute  and  the  contents  are  quickly  and  cleanly 
discharged.  In  all  cases  the  concrete  is  uniform, 
the  coarse  aggregate  being  equally  distributed 
throughout  the  entire  mixture.  This  type  of 
drum  has  many  advantages  over  other  types 
and  is,  therefore,  universally  accepted  as 
standard  in  design. 

Construction.  We  use  car  wheel  steel  on 
all  drum  heads.    The  treads  are  chilled  and 


ground  on  our  small  size  machines  and  on 
sizes  9-S  and  larger,  all  treads  are  machined; 
both  methods  insure  smoothness  of  operation 
and  long  life. 

The  Drum  Gear  has  an  extra  wide  face, 
smooth,  clean  teeth,  quiet  running  and  built  to 
stand  20  years'  constant  use.  On  all  sizes  the 
drum  gear  is  cast  separate,  and  is  in  removable 
sections.  The  drum  sheets  are  heavy,  high 
carbon  steel.  A  Concrete  Mixer  is  no  better 
than  its  drum.  The  London  is  built  to  stand 
long  use  under  the  most  trying  conditions. 


Drum  Rolls  of  London  Mixers 


We  use  on  all  the  London  Mixers  drum 
rolls  which  are  made  from  car  wheel  steel. 
The  treads  are  chilled,  hardened  and  ground 
perfectly  smooth  and  are  almost  indestructible. 
They  are  self-oiling.  The  drum  roll  is  provided 
with  an  oil  reservoir  which  holds  oil  sufficient 
for  one  week's  operation.  This  reservoir  en- 
circles the  roll  shaft;  about  3^  inch  in  length 
of  the  shaft  is  submerged  in  the  oil  which  finds  its 
way  to  the  bearing,  no  attention  being  required 
except  to  fill  with  heavy  oil  once  each  week. 

The  hubs  are  protected  with  a  dust  rim. 
The  bearings  are  long  and  large  and  will  not 
wear  out  in  many  years  use  if  kept  supplied 
with  oil. 

Description  of  Illustrated  Parts. 

Aand  H — Chilled  Hardened  Drum  Roll  Treads. 
B  —Drum  Roll  Shaft  Bracket. 
C  — Oil  Chamber  Plug. 
D  —Oil  Chamber. 

E  —Drum   Roll   Shaft.    (High  Carbon 

Cold  Rolled  Steel). 
F  — Channel  Beam  Frame  of  Mixer. 
G  — Dust  Flange. 

I    — Oil  Chamber,  showing  oil  therein. 


Fig.  A-4 — Sectional  View  of  Self- 
Oiling  Drum  Roll. 
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London  Concrete  Mixer,  No.  4 


The  London  Concrete  Mixer,  No.  4,  is 

suitable  for  such  work  as  building  foundation 
walls,  curbs  and  gutters,  sidewalks,  silos,  barn 
walls,  or  any  kind  of  work  requiring  a  small 
portable  machine.  It  can  be  operated  by  one 
man,  or  a  number  of  men,  as  desired. 

Capacity.  The  drum  inixes  at  a  batch 
cu.  feet  of  material;  proportions,  3  cu. 
ft.  of  stone,  l}/2  cu.  ft.  of  sand,  and  1  bag  of 
cement  or  4  cu.  ft.  of  gravel  and  1  bag  of  cement. 
It  will  mix  a  batch  per  minute  and  has  an  aver- 
age working  capacity  of  40  cu.  yds.  per  day. 

The  Stationary  Loading  Hopper  with 
gate  allows  the  operator  to  get  one  batch  ready 
while  another  is  being  mixed,  thus  adding 
double  to  the  capacity  of  the  machine. 

Contractors  everywhere  have  found  the 
London,  No.  4,  a  suitable  machine  for  small 
work.  It  is  easily  operated,  costs  little  to  run 
and  turns  out  good  concrete.  This  machine 
will  mix  any  kind  of  concrete  or  mortar,  and 
it  will  cut  the  cost  of  mixing  concrete  to  one- 
third  that  of  hand  labor;  it  also  saves  cement 
and  makes  a  better  concrete. 

Power  Used.  This  machine  can  be  sup- 
plied equipped  with  electric  motor  or  gasoline 
engine.  We  herein  illustrate  the  machine 
equipped  with  Novo  dust  and  frost-proof 


riSl.  A-C>    No.  4  Vii'wi-<l  li  Mill  I  <i  .  Ii.ii  >;iiij'.  Siilc,  III. 

(li<-.(  li;ir|{('  ('llU)i'  \h  ill  (mi  il  mii  I  <>  i  li'  i  \\.\  \  yy  I  In  I  i;i  I  (  ii 
liy  tlirf)wiii«  the  lever  lo  I  lie  left  the  ii|)|iir  (  hiilc  v 
reMTxcd  :itii|  it  (<-;iMfH  lo  (liHclnirKe, 


Fig.  A-5-A — No.  4  Viewed  from  Charging  Side. 
With  Solid  Rubber-Tired  Roller-Bearing  Truck  Wheels. 


gasoline  engine.  This  engine  costs  more  than 
the  ordinary  open  type  engine,  but  it  is  cheaper 
in  the  end  as  on  a  Concrete  Mixer  it  will  wear, 
at  least,  three  times  as  long.  All  engines  are 
equipped  with  Wico  High  Tension  Magnetos 
and  are  covered  with  a  heavy  steel  house. 

Built  to  Last.  The  drum  heads  and  rolls 
are  made  from  car  wheel  steel.  The  tread  on 
both  heads  and  rolls  are  chill  hardened  and 
ground  smooth  and  will  wear  for  years.  The 
rivets  are  all  hot  driven  with  coned  heads. 
These  machines  are  built  of  the  very  best 
material  and  workmanship  that  a  modern  plant 
can  produce. 

Fig.  A-6  illustrates  the  No.  4  machine 
mounted  on  standard  steel  trucks,  heavy  steel 
wheels  with  staggered  spokes,  ])r()N'i(lcd  with 
oil  (nii)s  and  dust  bands;  steel  axles;  heavy 
cast  iron  axle  bracUel  and  pulling  bale. 

I*'igs.  A-5-A  illuslr.iles  No.  I  Mixcreciuipped 
with  rubbcr-t in'd,  roller-bearing  wheels.  I  liesc 
wheels  are  intcrchaMgeable  with  the  standard 
steel  wheels.  'I'his  out  (it  can  be  hitched  behind 
a  truck  and  will  travel  at  20  .miles  per  lioiu". 
riic  loller  bearings  in  (he  wheels  makes  the 
iii.K  liiiic  (Msy  to  move  around  on  the  job  and 
ili(  \  ;iic  aliiiiisl  iudcst ruclablc. 
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The  London  No.  4,  Trailer  Mixer  is 

designed  to  be  attached  to  a  truck  and  thus  be 
moved  quickly  over  hard  or  rough  roads  at  a 
high  rate  of  speed.     It  is  regularly  equipped 
with    two   solid    rubber   tired,  roller-bearing 
wheels,  it  will  travel  over  rough  road  at  20 
miles  per  hour.    We  also  can  furnish  the  ma- 
chine equipped  with  Ford  wheels  and  pneumatic 
tires  at  a  small  additional  cost.    Many  Cities 
and  Municipalities  have  work  where  the  ma- 
terials are  loaded  on  a  truck  and  the  Mixer  at- 
tached behind,  permitting  moving  from  one 
place  to  another  at  high  speed  and  concrete  to 
be  mixed  instantly  on  arrival.    They  are  espe- 
cially  suitable    for  repairing 
Concrete  Pavement ;  also  largely 
used  for  Curb  and  Gutter  work, 
Culverts,  Foundations  or  any  K 
class  of  work  where  the  machine 
is  to  be  moved  long  distances. 

When  the  machine   is   in  operation 

the  front  end  is  dropped  on  to  the  Suspen- 
sion Bracket  and  the  machine  is  perfectly  bal- 
anced. The  tongue  can  be  dropped  down  out 
of  the  way.  The  tongue  can  also  be  adjusted 
to  any  height  to  suit  the  vehicle  to  which  it  is 
to  be  attached.  There  are  many  classes  of  work 
on  which  a  London  No.  4  Trailer  Mixer  can  be 
used  to  advantage. 

A  Very  Low  Price.  By  manufacturing  in 
very  large  quantities,  we  have  been  able  to 
produce  and  sell  the  London  Concrete  Mixer, 
No.  4  in  all  types  as  illustrated  hereon  at  a  very 
low  price,  and  at  the  same  time  have  maintained 
our  high  standard  of  quality. 


Fig.  A-7— No.  4  Trailer  with  Solid  Rubber-Tired  Roller- 
Bearing  Wheels;  axles  are  mounted  on  oil  tempered 
cushion  springs,  enclosed  in  cage  bracket,  which  takes 
care  of  all  vibration  when  travelling  at  high  speed. 
See  Illustration  of  Spring  Bracket 


The  Machine  is  Equipped  Complete  as 

shown,  with  Stationary  Loading  Hopper,  High 
Tension  Magneto  and  Steel  House  for  Engine; 
most  manufacturers  quote  these  as  extras.  We 
ship  the  London  complete — ready  to  work. 

Pays  for  itself  in  Thirty  Days.  We 

guarantee  that  the  London  Concrete  Mixer, 
No.  4,  if  used  to  its  full  capacity  will  more  than 
save  the  price  of  itself  over  hand  mixing  in 
the  first  thirty  days'  use  and  on  the  smallest 
kind  of  work  it  will  save  the  contractor  the 
price  of  itself  twice  in  a  season. 


London  Concrete  Mixer,  No.  4, 


Outfit 
No. 


Description 

On  4-wheel  truck,  without  power,  with  Engine  Gear   

On  4-wheel  truck,  with  2  H.P.  Novo  Gasoline  Engine,  with  Magneto  and  Steel 

House  

4  Solid  rubber-tired  roller-bearing  wheels  if  required  instead  of  steel 
wheels  extra 

Trailer  Mixer  with  solid  rubber-tired  roller-bearing  wheels,  2  H.P.  Novo 
Gasoline  Engine,  Magneto  and  Steel  House  

Trailer  Mixer  with  Ford  Automobile  Wheels,  Pneumatic  Tires,  with  2  H.P. 
Novo  Gasoline  Engine,  Magneto  and  Steel  House   

Jackshaft,  Bearing  and  Reduction  Gear  with  Guard  for  Electric  Motor  when 
ordered  separately  

Concrete  Mixers,  equipped  with  Electric  Motors,  quotation  on  advice  of  cur- 
rent used  

If  3  H.P.  Novo  Gasoline  Engine  required  instead  of  2  H.P.  Engine,  which 
provides  30%  surplus  power   extra 

(See  Specifications,  pages  26-27). 


Weight 

For  Export 

Code 

Weight 
Boxed 

A  pp.  Cu. 
Ft.  space 

1256 

15.50 

72 

Cmpz 

1611 

2100 

92 

Cypl 

132 

132 

Tirs 

1720 

2200 

92 

Copm 

1533 

2000 

100 

Cwpj 

150 

200 

100 

Cipv 

6 

Cuph 

100 

100 

Gkxp 

110 

111 


112 
113 
114 
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LondonlConcrete  Mixer,  No.  6 
with  Stationary  Loading  Hopper 


The  London  Concrete  Mixer  No.  6  is 

a  popular  size  machine.  It  is  suitable  for  such 
work  as  building  foundations,  bridges,  abut- 
ments, sidewalks,  sewers,  or  any  kind  of  work 
where  a  medium  size  portable  machine  is  re- 
quired. 

Capacity.  The  drum  mixes  at  a  batch  83^ 
feet  of  unmixed  material:  proportion  5  cu.  ft. 
stone,  2J/2  cu.  ft.  sand,  and  one  bag  of  cement,  or 
6  cu.  ft.  of  gravel  and  one  bag  of  cement.  It 
has  an  average  working  capacity  of  6  cu. 
yards  per  hour. 

Operated  with  few  men.  When  necessary, 
one  man  can  operate  the  machine  or  a  number 
of  men  can  be  economically  employed  if  the 
job  is  of  sufficient  size  to  use  the  full  capacity 
of  the  machine.  Each 
hian.  with  the  ma- 
chine   will  produce 

four  times  as  much  —"^u  - 

concrete  as  by  hand    •  — 
mixing,  thus  cutting 
75%  off  the  labor  cost. 

A  Stationary  Loading  Hopper  with  gate, 
which  is  standard  equipment,  is  large  enough 
to  hold  one  complete  batch  so  that  another  can 
be  gotten  ready  while  the  drum  is  mixing  a 
batch,  thus  keeping  the  drum  mixing  practic- 
ally all  the  time  and  adding  double  to  the 
capacity  of  the  machine. 


FIft.   A-'>      No,  (1  Vicwi-d    Iroiii    I  )i  I  h.il  ('ilii'  DiH- 

('liarK<'  f  tnilc  in  hIihwii  in  po  .i i  ion  i  o  r I im  h.i i  i  Ih'  Ii.i i (  Ii. 
WlliU-  Miixiti|{  I  lie  (  lull  (t  i-i  n-\cr,<i\  in  I  Im   '  I  i  ii  in  . 


Fig.  A-10 — No.  6  Viewed  from  Charging  side 
and  equipped  with  Rubber-Tired  Roller-Bearing 
Wheels. 

The  Drum  revolves  20  times  per  minute. 
The  blades  and  lifting  buckets  cut  and  divide 
the  material  hundreds  of  times,  insuring  a  rapiid 
and  thorough  mix.  The  drum  will  completely 
discharge  its  contents  in  10  seconds;  turning 
the  lever  to  the  right,  as  shown  in  Fig.  A-9, 
brings  the  discharge  chute  into  action. 

Power  Used.     We  can  supply  machine 
equipped   with    Electric   Motor   or  Gasoline 
Engine.    The  machines  illustrated  in  Figs.  A-9 
and  A-H)  are  equipped  with  Novo  Dust  and 
Frost  Proof  Gasoline  Engines.    Fig.  A- 11 
shows    the    machine   equipped   with  electric 
motor.    We  use  best  Canadian  make  of  electric 
motors  on  all  electric  oiH'raled  outfits.  The 
Novo  (iasoline  ICngiiic  is  high  gradi';  it  is  built 
vertically  (lie  same  as  all  aulomobile  engines, 
the   only   correct   way    for   all    high  i)ower 
engines.    The  crankshaft  runs  in  oil,  the  s])lash 
system  being  used  which  automatically  supplies 
oil  (o  all  interior  working  ])arts.    This  (yi)e  of 
(•iu;inc  will  last  three  times  as  long  as  the  ordin- 
ary open    (y|)e   engine  when 
used  on  a  concrete  mixer;  it 
takes  less  room  and  weighs  less 
which  is  a  decided  advantage 
;is   tile  out  ill    is  easii'i'  iiioxcd 
from  one  job  to  another. 
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Built  to  stand  hard  usage.  The  machine 
is  constructed  entirely  of  steel.  The  drum  rolls 
and  drum  heads  are  made  from  car  wheel  steel 
and  the  treads  are  chilled.  All  parts  extra 
heav\-.  High  grade  construction  through- 
out whicli  insures  long  life  and  low  operating 
cost. 

Will  save  the  price  of  itself.  If  operated 
to  its  full  capacity  the  machine  will,  at  least, 
save  the  price  of  itself  over  hand  mixing  in 
thirty  days  use,  or,  on  the  very  smallest  kind 
of  work  the  machine  should  save  the  price  of 
itself,  at  least  twice  in  one  season. 

Equipment  Complete  is  furnished.  The 

Engine  is  connected  with  Friction  Clutch,  Steel 
House  over  Engine,  High  Tension  Magneto, 


used  on  electric  operated  outfits,  made  in  sizes  2 
to  30  H.P. 


Fig.  A-11 — No.  15,  equipped  with  Electric    Motor  showing 
Reduction  Gears  for  Motor  drive.     This  is  standard  in- 
■   stallation  for  Electric  Motors  on  all  sizes  of  machines. 
All  Motors  are  covered  with  Steel  House  of  same  type 
used  with  Gasoline  Engine. 


Stationary  Loading  Hopper,  with  gate;  pulling 
bale  for  truck;  all  complete  ready  to  operate. 
No  Extras.  All  are  furnished  with  this  machine. 
The  first  cost  is  the  whole  cost. 

By  making  in  large  quantities,  we  have  been 
able  tb  supply  a  high  grade  mediuhi  size  con- 
crete mixer  at  a  cost  within  the  reach  of  all. 


London  Concrete  Mixer  No.  6,  with  Stationary  Loading  Hopper 


Outfit 

For  Export 

No. 

Description 

Weight 

A  pp.  Cu. 

Code 

Weight 

Boxed 

Ft.  space 

120 

On  trucks,  without  power,  with  Friction  Clutch  and  Engine  Gear  

1765 

2150 

92 

Dkqx 

121 

On  trucks,  with  3  H.P.  Novo  Gasoline  Engine,  Magneto  and  Steel  House. 

2235 

2880 

143 

Dwqu 

1296 

Jack  Shaft  Bearing  and  Reduction  Gear  with  guard  for  electiic  motor,  when 

ordeied  separately  

150 

200 

6 

Duph 

122 

On  trucks,  with  Electric  Motor,  Housed.    Quotation  on  advice  of  current  used 

2225 

2725 

140 

Duqh 

1210 

If  4  H.P.  Novo  Gasoline  Engine  is  desired  instead  of  3  H.P. ,  which  provides 

30%  surplus  power — Extra  

110 

110 

Divq 

1220 

Rubber-tired  Roller-bearing  Wheels  instead  of  .Steel  Wheels — Extra  ;.. 

132 

132 

Tirs 

(See  specifications,  pages  26-27) 


London  Concrete  Mixer,  Nos.  4  and  6 


with  Hoist  Combination 


Fig.  A-12 — No.  4  Concrete  Mixer,  with  Hoist  Combination,  Viewed  from  Charging  side. 


There  is  a  growing  demand  for  a  Com- 
bination Outfit  consisting  of  a  Concrete  Mixer 
and  Hoisting  Drum,  connected  together  and 
operated  with  one  Gasoline  Engine  or  Electric 
Motor. 

On  many  small  jobs  where  a  Concrete 
Mixer  i-  used  a  Hoisting  Drum  is  indispensable 
but  it  is  not  always  convenient  for  the  Con- 
tractor to  provide  two  machines,  therefore,  our 
Combination  Machines  meet  a  Real  Need  in 
the  contracting  business. 

Our  (Concrete  Mixers  with  Hoist  Com- 
bination, arc  of  flic  sanu;  size  and  cajjacity  as 
our  Standard  Mixers,  Nos.  4  and  (>,  illustrated 
on  pages  0,  8  and  0,  hiil  tlicy  are  equii)i)e(i 
willi  larger  cugiiics  .ind  ;i  lloistiiig  Drurii  is 
bnilt   in  a-  part  of  t  lie  Oiil  III . 

A  Real  IJuilders'  HoisHng  Drum  is  built 
on  I  In-  line  ImkI;  ;r,  I  In-  (  Oncrcle  Mixer,  boll: 
lloi-iin^'  Ihiiin  ;ui'l  (  OiK  rcIc  Mixer  ;irc  loii- 
n<  (  I'  d  lo  llx-  l,n;'.in<-  or  Molor  ni;d<inv,  ;i  jxiwcr 
<>])iv;it<<\    Mixer    an'l    lloi.l  in   dmi-  iinil. 


Either  the  Concrete  Mixer  or  Hoisting 
Drum  can  be  used  separately  or  they  can  both 
be  used  at  once  as  preferred,  the  Hoisting  Drum 
and  Mixer  being  connected  by  a  friction  clutch. 

The  Hoisting  Drum  is  6"  in  diameter  by 
12"  long  and  holds  600  feet  of  Vs"  cable. 
The  Hoisting  Drum  Clutch  is  of  the  well-known 
cone  type,  the  same  as  use'd  on  all  large  Hoisting 
Engines.  The  Hoisting  Drum  is  provided  with 
ball  thrust  bearings  which  reduces  friction  and 
provides  for  easy  spinning  of  the  drum  alter 
lifting  the  load.  The  Hoisting  Drum  is  pro- 
vided with  separate  levers  for  lifting  the  load 
and  operating  brakes,  wide  brake  bands  which 
will  hold  with  only  a  few  i)<)unds  jM-essure  on 
br.iUc  lever. 

Rubber  'I'ires  Coiurele  Mixers,  Nos.  4 
and  ('),  with  hoisl  conibiiKilion  can  be  lurnished 
willi  nibbei-l  ired  roller-bearing  wheels,  which 
are  vrvy  desiiable  when  (he  machine  is  (o  be 
li.iiled  loni;  dislances  lieliind  a  Inick  at  liiiilli 
s|  )(■(•(  I . 
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Fig.  A-13 — No.  6  Concrete  Mixer  with  Hoist 

The  Lifting  Capacity  of  the  Hoisting 

Drum  is  two  ton.  No.  4  Outfit  is  equipped 
with  a  4  H.P.  Engine,  which  will  lift  1,600 
pounds  on  a  single  line.  The  No.  6  Outfit 
is  equipped  with  a  6  H.P.  2-Cylinder 
Engine  which  will  lift  2,400  pounds  on  a 
single  line.  The  capacity  of  the  Hoisting 
Drum  depends  upon  the  size  of  the  Engine 
used.  When  equipped  with  Electric  Motor  we 
use  3  H.P.  on  No.  4,  and  5  H.P.  on  No.  6 
Outfit,  giving  a  working  capacity  as  stated 
herein  for  Gasoline  Engines.  Electric  Motors 
will   carry   25%  overload  for  short  periods. 


London  Concrete  Mixers  No's. 


Combination,  Viewed  from  Discharging  side. 

The  Concrete  Mixer  is  direct  connected 

to  Engine  with  Clutch  Gear.  Hoisting  Drum  is 
connected  with  sprocket  and  steel  roller  chain 
which  gives  a  smooth  easy  running  motion  to 
the  driving  power. 

Power  Used.  On  Standard  outfits  we  use 
exclusively  Novo  Gasoline  Engines,  on  Electric 
Driven  outfits  we  use  best  Canadian  make  of 
Electric  Motors,  making  a  high-grade,  self- 
contained  outfit;  one  which  will  be  found 
adaptable  to  all  kinds  of  contract  work,  giving 
long  life  and  efiicient  service. 

The  Mixer  can  be  hauled  a  short  distance 
under  its  own  power  by  attaching  the  drum 
cable  to  a  stake  driven  in  ground,  then  operating 
hoist  which  will  move  the  Mixer. 

and  6  with  Hoist  Combination. 


Outfit 
No. 

For 

Export 

Descri  plion 

Weight 

Weight 
Boxed 

App.  Cu. 
Ft.  space 

Code 

125-  S 

126-  S 
126-0 

No.  4,  on  trucks,  with  4  H.P.  Novo  Gasoline  Engine,  Magneto  and  Steel  House 
(Engine  provides  sufficient  power  to  operate  both  Mixer  and  Hoist  at  the 
same  time)  

No.  6,  on  trucks,  with  6  H.P.  Novo  2-Cylinder  Gasoline  Engine,  Magneto  and 
steel  House    (Engine  provides  sufficient  power  to  operate  both  Mixer  and 
Hoist  at  the  same  time)   

Rubber-Tired    Roller-Bearing   Wheels  instead  of  Steel  Wheels  for  either 
size  machine  extra   

Electric  operated  Mixers,  quoted  on  receipt  of  information  as  to  current  used 

2375 

2585 
132 

2975 

3800 
132 

120 
194 

Cspf 

Dyql 
Tirs 

(See  specifications,  pages  26-27) 
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London  Concrete  Mixer,  No.  6 
with  Power  Loading  Hopper 


The  London  Concrete  Mixer  No.  6,  with 
Power  Loading  Hopper,  is  suitable  for  building 
bridges,  abutments,  sidewalks,  foundations  or 
for  any  kind  of  work  requiring  a  portable 
machine. 

Capacity — The  Drum  will  mix  814  cubic 
feet  of  material,  proportions:  5  cubic  feet  stone, 
2}/2  cubic  feet  sand  and  one  bag  of  cement,  or 
6  cubic  feet  of  gravel  and  one  of  cement.  It 
will  mix  one  batch  per  minute  and  has  an  aver- 
age working  capacity  of  6  cubic  yards  per  hour. 

The  Power  Loading  Hopper  raises  very 
high.  It  has  round  sides  and  corners.  It 
makes  a  quick,  clean  discharge  into  the  drum 
without  spilling. 

Less  Power  is  Required  to  raise  the  power 
loader  on  London  Mixers,  because  the  beams  on 
which  sheave  are  mounted  are  overhung, 
making  a  straight  lift  without  straining  the 
machine.  The  loader  passes  well  in  between 
the  beams,  charging  the  drum  rapidly. 

The  Drums  on  Windlass  Shaft  are  taper- 
ed and  grooved,  equalizing  the  load  on  the 
engine.  The  windlass  shaft  runs  in  flexible  ball 
joint  bearings. 

The  Hoisting  Drum  is  8"  in  diameter  and 
4"  long.  It  is  set  directly  under  the  windlass 
sheave  in  such  a  position  as  to  prevent  piling 
of  the  main  cable.  There  is  never  more  than 
one  flepth  of  cable  on  the  drum.  This  feature 
guarantees  smocjth  operation  and  long  life  to 
the  cable. 

The  Hoist  Clutch  is  just  like  those  used 
ou  large  hoisting  engines;  it  is  of  the  well  known 
cone  type  with  oil  cured  oak  friction  blocks, 
acting  in  j)olished  semi-steel  clutch  body,  with 
hoist  aiui  brake  levers  set  in  convenient  position 
for  ojK-ralioii. 

Two  Side  Discharge  Levers  are  shown  in 
iiluslralioii  herein.  I  hey  allow  I  he  o|)cra I (ir  I o 
discharge  ihe  (liiiin  while  sl.inding  on  cilhcr 
side  of  tlie  jii.K  liine.  All  iiiachincs  arc  built 
thai  I  li  is  ra  ti  be  a  I  I  a(  lied  a  I  any  lime. 

'I'he  Automatic  Wnter  Tank  is  of  iIk 
pressure  iy|'<s  li  is  e(|iii|)pe(|  wilh  sit'jil  Iced, 
alHO  hUM  a  HCI  hahh  val\c  so  lli.il  llie  .iiiioiiiil 
of  water  can  be  ■^',:\\l^^'^^<\  liv  si^'.hl  'II  I  he  l;illk 
can  be  HCl  lo  .i  ii  loma  l  ii  ;i  ll\  iiieasiiK  ihe  waler 
refi  II  ifcd  I'll  e,i  (  1 1  I  I.I  I  (  h . 


Fig.  A-14 — London  Concrete  Mixer,  No.  G,  with 
Power  Loading  Hopper.  Truck  with  standard 
steel  wheels.    Note  how  high  the  loading  hopper 


Power  Used — We  use  the  Novo  Single 
Cylinder  (lasoline  Engine,  4-H.P.  This  is  a 
high  grade  motor  of  the  vertical,  self-contained 
type.  We  also  supply  this  machine  e(]uipped 
with  electric  motor  of  best  Canadian  .make,  or 
eciuii)iK'(l  with  reduction  gears  ready  to  attach 
jnotor. 

The  ICngiiie  House  is  built  from  heavy 
sheet  steel  with  angle  iron  frame,  with  ^•enti- 
lator  in  the  loj).  it  has  two  removable  doors, 
full  height,  allowing  access  to  Ihe  engine.  The 
house  is  so  conslrucled  thai  il  can  be  removed 
li\'  taking  mil  Inur  bolls.  1 1  has  a  iieal  ap|)ear- 
.ince  and  bull  I  1 1  >  last . 

'I'he  (>)ns(ruc(ion  ol  (he  Machine  is  high 
grade  throiighoMt.  Il  is  laiill  lo  give  long  and 
sa  I  isla(  l()i'\'  .service. 


It  is  a  General  Purpose  Machine. — It 

has  a  mixing  capacity  sufficient  for  a  large 
percentage  of  the  concrete  work  being  done. 
All  levers  being  grouped  together  permit  the 
machine  to  be  operated  by  one  man,  regardless 
.of  the  number  of  men  employed  in  supplying 
material  to  the  machine  and  placing  the  mixed 
concrete. 


It  is  Portable. — The  frame  is  built  high 
enough  to  allow  the  front  wheels  to  turn  clear 
under  so  that  it  will  turn  around  in  little  more 
than  its  length.  The  Power  Loader  hooks  up 
in  a  vertical  position.  The  Machine  is  designed 
to  be  easily  and  quickly  moved  from  one  job  to 
another.  It  is  ready  for  use  instantly  on 
arrival;  and  has  many  features  which  make  it 
a  very  desirable  machine  for  a  large  variety 
of  work. 


Fig.  A-14 — A  London  Concrete  Mixer,  No.  6,  with 
Power  Loading  Hopper.  Viewed  from  discharge 
side,  and  showing  two  side  discharge  levers. 
Trucks  equipped  with  solid  rubber-tired,  roller- 
bearing  truck  wheels. 


London  Concrete  Mixer,  No.  6,  with  Power  Loading  Hopper. 


Old  fit 
No. 


Description 

On  trucks,  with  Power  Loading  Hopper,  without  power,  with  Friction  Clutch 
Gear  

On  trucks,  with  Power  Loading  Hopper,  with  4  H.p.  Novo  Gasoline  Engine, 
Housed  

If  6  H.p.  Two  Cylinder  Novo  Engine  desired  instead  of  4  H.P.,which  provides 
50%  surplus  power — Deduct  

On  trucks,  with  Power  Loading  Hopper  with  Electric  Motor,  Housed  

Automatic  Water  Tank.  Extra  

Two  Side  Discharge  Levers,  Extra  

Rubber-tired  Roller-bearing  Truck  Wheels  instead  of  Standard  Steel  Wheels 
— Extra  

fSee  specifications,  pages  26-27.) 


Weight 


For  Export 


Weight 
Boxed 


A  pp.  Cu. 

Ft.  space 


Code 


0127 

0129 

0290 

0130 
0131 
0132 
0003 


2450 
3035 
150 

on  application. 
104 
41 

132 


3450 

4000 

150 

104 
41 

132 


110 
172 


Dgqt 

Deqr 

Sixo 

Dcqp 
Doqb 

Tirs 
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The  London  Concrete  Mixer  No.  7-S 

is  suitable  for  building  public  sidewalks, 
bridges,  abutments,  piers,  heavy  foundations 
or  any  kind  of  work  requiring  a  comparatively 
large  size  portable  machine. 

Capacity — The  drum  mixes  at  a  batch 
10  cu.  ft.  of  unmixed  material,  proportions: 

6  cu,  ft.  stone,  3  cu.  ft.  sand  and  one  bag  f)f 
cement,  and   under  all   conditions  will  hold 

7  cu.  ft.  of  mixed  concrete.  It  has  an  average 
working  <  ai)acit y  f)f  0  cii.  yards  i)er  hour. 

There  is  a  (ireat  Demand  for  a  machine 
of  this  size.  Oftentimes  it  is  desired  to  mix 
con(  rete  of  unusual  lean  proportions  for  such 
work  as  iinfler-grounrl  foundations.  With  this 
iiia(  hirie  it  is  possible  lo  mix  a  one  bag  batch 
under  all  rfjiiditions,  or  on  work  such  as  curb 
and  glitter,  two  bags  of  ccincnl  can  be  mixed 
at  OIK  c,  giving  llic  [iiopci-  jtroporl  ions. 


Power  Used — We  use  on  all  standard  out- 
fits the  Novo  6  H.  P.  Two  Cylinder  Gasoline 
Engine.  It  is  of  the  enclosed  industrial  type, 
hopper  cooled,  force  feed  oiling  system.  Throt- 
tling governor  running  in  oil;  Splitdorf  Mag- 
neto. This  type  of  engine  gives  the  maximum 
power  and  long  life  under  constant  service. 

London  Machines  Take  Less  Power — 

Two  heavy  channel  lifting  arms  permit  the 
l)ower  loader  to  lift  almost  vertically,  taking 
one-third  l(!ss  pctwer  than  when  the  cables  run 
direct  lo  the  drums.  Also,  note  that  the 
power  loader  pas.ses  clear  in  between  the  lifting 
arjns  to  a  55  |)er  cent,  angle  which  insures  a 
clean,  (juick  discharge  without  having  to  i)()und 
I  he  bo(  lom  of  I  he  ho|)per. 


|-*(,i<  M 


LONDON  CONCRETbH  J  JIiJIiMQ  MACHINERY  CO.Z^ 


High  Speed  Action — Like  all  sizes  of 
London  Mixers,  it  has  high  speed  action.  The 
power  loading  hopper  raises  in  six  seconds. 
The  drum  runs  20  revolutions  per  minute, 
and  has  a  rapid  discharge. 

The  Construction  Throughout  is  high- 
grade.  Car  wheel  steel  drum  rolls,  self-oiling 
type  with  chilled  tread  ground  smooth.  Car- 
wheel  steel  drum  heads  with  chilled  treads. 
All  gears  semi-steel  from  master  patterns.  All 


shafting  high  carbon,  cold  rolled  steel.  Main 
frame  of  bridge  construction  ;  rivets  hot  driven  ; 
lock  washers  under  all  nuts.  Cables,  best 
crucible  steel.  Hoistinig  drum  clutch  of  the 
well  known  cone  face  type  like  that  used  in 
large  Hoisting  Engines.  Separ'ate  hoisting 
levers  and  brake.  Built  throughout  to  insure 
long  life,  low  operating  cost,\big  mixing  capacity 
and  to  meet  the  recjuirements  of  the  most 
exacting  engineer  or  contractor. 


Fig.  A-15-A — London  Concrete  Mixer,  No.  7-S, 
viewed  from  discharge  side,  and  equipped  with 
solid  rubber-tired  roller-bearing  truck  wheels. 


London  Concrete  Mixer,  No.  7-S,  with  Power  Loading  Hopper 


Outfit 
No. 


Description 


Weight 


For  Export 


Weight 
Boxed 


A  pp.  Cu. 
Ft.  space 


Code 


0133 

0135 

0136 
0137 
0138 
0003 

0139 


On  trucks,  with  Power  Loading  Hopper,  without  power,  with  Friction  Clutch 
Gear  

On  trucks,  with  Power  Loading  Hopper,  with  C  H.P.  Novo  Two  Cylinder 
Gasoline  Engine,  Housed  

On  trucks,  with  Power  Loading  Hopper,  with  Electric  Motor,  Housed  

Automatic  Water  Tank,  Extra  

Two  Side  Discharge  Lever,  Extra  

Rubber-tired  Roller-bearing  Truck  Wheels  instead  of  Standard  Steel  Wheels 

— Extra  

Deduction 

If  Stationary  Loading  Hopper  required  instead  of  Power  Loading  Hopper, 
deduct  


2780 

3130 

on  application. 
110 
41 

132 


600 


3680 
4200 


110 
41 


132 
600 


150 
177 


Bmoz 

Bkox 

Bwoj 
Biov 

Tirs 
Buoh 


(See  specifications,  pages  26-27.) 
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London  Concrete  Mixer,  No.  9-S 


The  London  Concrete  Mixer, 
No.  9-S,  is  a  medium  size,  Heavy 
Duty  Machine.  It  is  suitable  for 
building  Concrete  Structures,  such 
as,  Breakwaters,  Dams,  Power 
Houses,  Foundations  and  all  kinds 
of  heavy  work. 

Capacity.  The  drum  will  mix 
I2Y2  cu.  ft.  of  material,  proportions: 
7  cu.  ft.  stone,  cu.  ft.  sand  and  2 
bags  of  cement;  and,  under  all  con- 
ditions will  hold  9  cu.  ft.  of  mixed 
concrete  without  overloading.  The 
machine  will  mix  a  batch  per 
minute  or  under  average  working 
conditions,  10  cu.  yards  per  hour. 
There  are  many  kinds  of  work 
where  a  machine  of  this  capacity  is 
called  upon  to  mix  2  bags  of  cement 
per  batch.  The  No.  9-S  meets  this 
requirement. 


Fig.  A-16. — London  Concrete  Mixer,  No.  9-S  with  Gasoline  Engine, 
viewed  from  charging  side.  Note — The  operator  can  discharge  the 
machine  by  the  operation  of  a  lever  on  the  charging  side,  when 
equipped  as  shown. 


The  Construction  is  modern  in  every  par- 
ticular. Trucks,  standard  tread;  large  steel 
wheels,  heavy  beams;  steel  bed  plate;  heavy 
overhung  top  frame ;  ball  joint  bearings  on  wind- 
lass shaft;  heavy  hoist  brakes;  separate  cable 
drums;  kjader  with  rounded  corners;  drum 
treads  and  roils  of  car-wheel  steel,  chilled  hard- 
ened. All  rivets  hot  driven  with  cone  head; 
lock-washers  on  all  bolts.  Built  uj)  t()  a  high 
slJiiKiard  in  every  detail,  insuring  long  life  and 
excellent  s(,-rvice. 

Power  Used.  The  illnsl  rat  ions  herein  are 
of  the  ni;i(  hiiie  ef|iiippe«l  will)  !»  11.!'.  Novo 
Two  (  ylindc'r  dascjliiie  I'-ngine  witii  Ifigh 
Tension  Magneto  and  covered  with  Steel 
House.  It  has  ;»()  \n-v  renl.  more  power  than  is 
rcf|iiircd.  This  i  ,  .1  liivJi  K'ade,  sell  contained 
engine.     it    is  dn  .t  jirool   ;uid   sell-oiling  and 


will  run  continuously  with  little  attention, 
making  a  very  suitable  power.  We  also  build 
this  machine  with  steam  or  electric  power. 

The  Power  Loader  on  London  Mi.\ers 
raises  very  high,  making  a  clean,  quick  dis- 
charge without  spilling.  It  takes  one-third 
less  power  than  loaders  commonly  used,  be- 
cause, \W  cable  drums,  being  cone-shaped, 
equalizes  tlw  engine  load  keeping  it  practi- 
cally the  same  from  the  time  the  loader 
leaves  (he  ground  until  it  reaches  the  top.  The 
overhung  top  frame  brings  the  cable  sheaves 
directly  over  the  loader,  preventing  strain  on 
(h<>  machine  and  making  the  load  easier  to  lift, 
il  also  permits  (he  loader  lo  go  up  full  hvight 
and  increases  (he  charging  speed.  TlH\se  lea- 
lures  i)lace  the  London  CoTicicte  Mixer  in  a 
class  by  itself. 


r\  LONDON  CGNCRElr- 
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The  Discharge  Mechanism  is  of  the  ro- 
tary' type  which  makes  a  rapid,  clean  discharge. 
All  machines  can  be  fitted  with  two  side  dis- 
charge levers,  as  shown,  one  on  each  side, 
allowing  one  man  to  operate  the  machine. 

The  Water  Tank  is  of  the  same  design  on 
all  London  Concrete  Mixers.  See  page  31.  All 
machines  are  fitted  so  that  tank  can  be  bolted 
on  at  any  time,  if  not  ordered  with  the  machine. 


A  General  Purpose  Machine.  The  Lon- 
don No.  9-S  is  a  full  }4  cu.  yard  machine.  Con- 
tractors everywhere  have  been  asking  for  a 
machine  of  this  size.  It  has  proved  to  be  a  suit- 
able machine  for  many  classes  of  work.  Big 
enough  for  any  work  which  can  be  done  with 
a  portable  machine  and  strong  enough  to 
withstand  constant  use  for  years. 


London  Concrete  Mixer,  No.  9-S. 


Outfit 
No. 


Description 


Weight 


For  Export 


Weight 
Boxed 


A  pp.  Cu. 
Ft.  space 


Code 


0141 
0142 

0144 
0145 
0146 
0147 
0148 
0014 


0149 
0049 


On  trucks,  with  Power  Loading  Hopper,  without  power,  with  Pulley  or  Gear. 

On  trucks,  v/ith  Power  Loading  Hopper,  with9  H.P.-Novo  two  cylinder  Gaso- 
line Engine,  Housed  

On  trucks,  with  Power  Loading  Hopper,  with  Steam  Engine  only  

On  trucks,  with  Power  Loading  Hopper,  with  Steam  Engine  and  Boiler  

On  trucks,  with  Power  Loading  Hopper,  with  Electric  Motor,  Housed  

Automatic  Water  Tank,  Extra  

Two  Side  Discharge  Levers,  Extra  

Rubber-tired,  roller -bearing  truck  wheels,  instead  of  standard  steel  wheels. 

Extra  

Deduction 

If  trucks  not  required,  deduct  for  Steel  Skids  supplied,  only  

If  Power  Loading  Hopper  not  required  and  Stationary  Hopper  supplied  in- 
stead, deduct  


3440 

4115 
3975 
5065 

on  application. 
110 
47 
184 


625 
650 


4950 

5600 
5500 
6660 

110 
47 
184 


625 
650 


166 

218 
218 
250 


Emrz 

Eyrl 
Ekrx 
Ewrj 
Eirv 
Eurh 
Egrt 
Tirs 


Esrf 
Eqrd 


(See  specifications  pages  26-27). 


t 


P.AGE  17 


London  Concrete  Mixer,  No.  11-S 


Fig.  A-18. — London  Concrete  Mixer,  No.  11-S,  showing  Power  Loader 
in  position  as  when  charging  the  machine.  Look  how  high  the  loader 
raises,  passing  well  between  the  sheaves,  discharging  its  contents 
clean  and  quickly. 


The  London  Concrete  Mixer  No.  11-S, 

is  a  Heavy  Duty  Portable  Machine  and  is  suit- 
able for  such  work  as  building  reinforced  con- 
crete Buildings,  Dams,  Breakwaters,  Grain 
Elevators,  Power  Development  Plants  and 
heavy  foundation  work.  In  fact  all  kinds  of 
W'ork  whore  up  to  13  cu.  yards  of  concrete  per 
hour  can  he  u.sed. 

Capacity.  The  drum  will  mix  14  ft.  of 
material,  proportions:  8  cu.  ft.  stone,  4  cu.  ft. 
sand  and  2  cu.  ft.  cement;  and,  under  all  condi- 
tions will  hold  11  cu.  ft.  of  mixed  concrete  with- 
out overloading.  The  machine  will  mix  under 
average  working  conditions  ]'•'>  cu.  yards  per 
lioiir. 

The  Construction  is  high  grade.  All  of 
the  LfMidoii  sp(  (  ial  features  are  incorporated  in 
thiH  niacliinc.  I.vcry  [jart  is  l)uilt  of  the  best 
material  available.  The  workmanshi|)  is  the 
\x'H\  tli.'it  a  modern  shop  c;in  ])rodtice.  I'iic 
flesign  i  -  OIK-  rcrogiii/ed  by  I',nginecrs  as  t  In- 


most adaptable  to  present  day  requirements  in 
the  Construction  Industry.  Not  built  down  to 
a  price,  but  up  to  a  standard  which  has  made 
London  Machines  favorably  known  the  world 
over. 

Power  Used.  This  machine  as  illustrated 
herein  is  equipped  with  Novo  12  H.P.  Multiple 
Cylinder  Gasoline  Engine,  This  is  an  enclosed 
engine  of  automobile  type.  Two  cylinders, 
Throttling  Governors  running  in  oil.  Automo- 
bile carbuA-etor,  Splitdorf  Magneto,  force  feed 
oiling  system.  Engine  covered  with  heavy 
Steel  House.  The  power  developed  is  40% 
more  than  is  required  to  operate  the  machine. 
We  can  also  supply  the  outfit  equipped  with 
Steam  Power  using  the  well  known  London 
Steam  Ivngine  and  Boiler  i)uilt  to  meet  all 
regulations.  Electric  Operated  Machines  are 
furnished  for  direct  or  alternating  current.  We 
use  only  the  best  Canadian  makes  of  I^lectric 
Motors. 


I'AI.K  IK 


Fig.  A- 19. — London  Concrete  Mixer,  No.  11-S,  \ie\vcd  from  discharge  side. 


Contractors  and  Engineers  with  long  ex- 
perience realize  that  on  any  important  work  it 
pays  to  buy  the  best  machine  available  regard- 
less of  the  cost.  The  first  cost  may  be  greater 
but  the  difference  in  the  earning  power  will,  in 
the  first  few  weeks'  use,  more  than  offset  the 
difference  in  cost.    Then  there  is  the  satisfac- 


tion of  being  able  to  complete  the  work  accord- 
ing to  schedule. 

Delays  mean  lost  labor,  poor  concrete 
work  and  often  serious  loss.  London  Con- 
crete Mixers  are  designed  to  run  day  and 
night,  if  necessary.  Every  hour  they  demon- 
strate to  the  user  the  wisdom  of  buying  on  the 
principle  of  quality  first. 


London  Concrete  Mixer,  No.  11-S. 


Outfit 
No. 


Description 


Weight 


For  Export 


Weight 
Boxed 


A  pp.  Cu. 
Ft.  space 


Code 


0150  On  trucks,  with  Power  Loading  Hopper,  without  power,  with  Pulley  or  Gear. 

0151  On  trucks,  with  Power  Loading  Hopper,  with  12  H. P. Novo  Gasoline  Engine, 
Housed  

0152  On  trucks,  with  Power  Loading  Hopper,  with  Steam  Engine  only  

0153  On  trucks,  with  Power  Loading  Hopper,  with  Steam  Engine  and  Boiler  

0154  On  trucks,  with  Power  Loading  Hopper,  with  Electric  Motor,  Housed  

0155  Automatic  Water  Tank,  Extra  

0156  Two  Side  Discharge  Levers,  Extra  

Deductions 

0157  If  truck  not  required,  deduct  for  Skids  supplied  only  

0158  If  Power  Loading  Hopper  not  required  and  Stationary  Hopper  supplied  in- 
stead, deduct  


6000 

6420 
6005 
7155 

On  applicati 
130 
50 

800 

790 


6940 

7560 
6850 
8250 

130 
50 

800 

790 


300 

320 
300 
340 


Fmsz 

Fysl 
Fksx 
Fwsj 
Fisv 
Fush 
Fgst 

Fqsd 

Fcsp 


(See  specifications  Pages  26-27). 
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London  Concrete  Mixer,  No.  15-S 


The  London  Concrete  Mixer,  No. 
15-S,  is  a  Heavy  Duty  Machine  built 
for  large  work,  or  where  a  capacity  of 
up  to  180  cu.  yards  per  day  can  be 
used.  It  can  be  furnished  with  Power 
Loading  Hopper  as  illustrated  or  with 
Stationary  Loading  Hopper  with  gates. 
(See  design,  page  22, 
showing  Stationary 
Hopper). 


Capacity.  The 

drum  will  mix  22  cu. 
ft.  of  material,  pro- 
portions: 12  cu.  ft. 
stone,  6  cu.  ft.  of  sand 
and  4  cu.  ft.  cement; 
and,  under  all  con- 
ditions it  will  hold 
15  cu.  ft.  of  mixed 
concrete  without 
overloading.  The 
machine  will  mix  a 
batch  per  minute  or 
under  average  working  conditions,  20  cu. 
yards  per  hour. 

The  Construction  is  high  grade.  All  the 
modern  improvements  as  described  on  previous 
pages  of  this  catalogue  are  contained  in  this 
machine.  Built  to  last  25  years,  if  used  and  not 
abuscfj. 


Fig.  A-20 — London  Concrete  Mixer  No.  1.5-S,  equipped  with  Multiple  Cylinder 

Gasoline  Engine. 


Power  Used.  The  illustration  on  this  page 
shows  the  machine  equipped  with  15  H.P.  LeRoi 
Multiple  Cylinder  Engine,  covered  with  Steel 
House.  On  all  Steam  Driven  Outfits  we  use 
the  well-known  London  Steam  Engine  and 
Boiler.  On  Electric  Operated  Outfits  we  use 
the  best  Canadian  makes  of  Electric  Motors. 


London  Concrete  Mixer,  No.  15-S 


For  Export 

Outfit 

No. 

Description 

Weiglit 

Weight 

App.  Cu. 

Code 

Boxed 

Ft.  space 

0170 

On  (nil  IcK,  Willi  I'fjwi               1  lupiiri ,  vvil  lioiil  piiwrr,  wil  li  I'lillcy  or  Gear. 

6900 

7iV20 

;i[0 

C.nUz 

0)71 

Oil  innliH,  with  I'owi-i  i.o.nliiii',  llnpp'  i.   willi    l.i    II.  1'.    l,i'l<oi  Giwolinc 

7.">50 

SCiOO 

;i(io 

Gytl 

0172 

On  IriKk'i,  with  I'dwit  I/OikIIiu;  IIo|i|ii'i,  willi  Slcaiii  l'ji|/,iiii' oiilv  

7fiOO 

Hlirid 

.•(■10 

Gktx 

oi7:j 

On  IriiikH,  wllli  I'owiT  l/o;iilim;  llo|i|ii'i,  willi  Slnnii  ICiii'.iiii'  ;iii(l  liiiiU'r  

9.100 

louir. 

;i>so 

Gwtj 

0174 

fjii  trii'kH.  willi  I'owiT  l>o;i(liiiK  lloi'lu'i.  witli  ICIciUii:  Motor,  llollHrd  

( )n  applii  alidii. 

Gitv 

01 7.'-, 

150 

irio 

(> 

Giitli 

017(1 

50 

M) 

Gstr 

Doductlonn 

0177 

If  friK  Uh  llol  I'  i|uil.-.|.  r|<',|i|r  I  fijl  Sllillll  HII | M ll ii-r  1  iHllv  

1170 

1  17(1 

Gclr 

0178 

)(  I'owr  l.<);i'liiii:  lli/|/|iii  iiril  ii-i)iiiii'(|,  lunl  S(  ;il  ioii;i  i  y  1  lii|i|iiT  Hliiipli-il ,  lii- 

<J00 

1)00 

10 

Gdtd 

(Si-r  Kiii-'  Hii  iil  IniiH,  I'ancH  i!(l-l,J7), 
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LONDON  CONCRETE 


London  Concrete  Mixer,  No.  22-S 


The  London  Concrete 
Mixer  No.  22-S  is  a  Heavy 
Duty  Machine  built  for 
work  where  a  capacity  of 
up  to  240  cu.  yards  per  day 
is  required.  It  can  be  fur- 
nished with  Power  Loading 
Hopper  as  illustrated,  or 
with  Stationary  Loading 
Hopper  with  gates.  (See 
designs,  pages  22  and  23, 
showing  Stationary'  Hopper. 

Capacity.    The  drum 
will    mix    32    cu.     ft.  of 
material,  proportions:  18  cu. 
ft.  stone,  9  cu.  ft.  sand  and 
5  bags  cement,  or,  it  will 
hold  22  cu.  ft.  of  mixed  con- 
crete   without  overloading. 
The    machine    will    mix  a 
batch  per  minute  or 
under  average  work- 
ing conditions,  26  cu. 
yards  per  hour. 

The  Construc- 
tion is  heavy  as  is 
demanded  of  a  ma- 
chine of  the  capacity 
herein  mentioned. 
The  design  is  one  that 
gives  the  greatest 
strength     for  the 

material  used.  The  materials  and  work- 
manship are  the  very  best.  Like  other  sizes  of 
London  Mixers  it  is  built  to  maintain  the  good 
reputation  that  they  have  gained.  Every  ma- 
chine is  sold  with  an  absolute  guarantee  of 
satisfaction. 

Power  Used.  This  illustration  is  of  the 
machine  equipped  with  London  Steam  Engine 


Fig.  A-21.- 


London   Concrete   Mixer,   No.  22,  with  Steam  Power. 
Machine  viewed  from  discharging  side. 

and  Boiler,  both  Canadian  made.  This  design 
of  Engine  and  Boiler  is  used  on  all  London 
Heavy  Duty  Mixers.  When  electrically  oper- 
ated we  use  the  best  Canadian  makes  of  Motors. 
On  our  Gasoline  Operated  Outfit  we  use  the 
18  H.  P.  Novo  Multiple  Cylinder  Engine, 
covered  with  Steel  House. 


London  Concrete  Mixer  No.  22-S 


Outfit 
No. 


Descriplion 


Weight 


For  Export 


Weight 
Boxed 


A  pp.  Cu. 
Ft.  space 


Code 


0190 
0191 

0192 
0193 
0194 
0195 
0196 

0197 
019S 


On  trucks,  with  Power  Loading  Hopper,  with  Pulley  or  Gear  

On  trucks,  with  Power   Loading    Hopper,   with    18-H.  P.    Novo  Gasoline 

Engine,  Housed  

On  trucks,  with  Power  Loading  Hopper,  with  Steam  Engine  only  

On  trucks,  with  Power  Loading  Hopper,  with  Steam  Engine  and  Boiler  

On  trucks,  with  Power  Loading  Hopper,  with  Electric  Motor,  Housed  

Automatic  Water  Tank,  Extra  

Two  Sided  Discharge  Levers,  Extra  

Deductions 

If  trucks  not  required,  deduct  for  Skids  supplied  only.  

If  Power  Loading  Hopper  not  required  and  Stationary  Hopper  supplied  in- 
stead, deduct  

(See  specifications  pages  20-27.) 


7962 

9100 
9560 
11260 

On  applicati  on. 
160 
50 


1250 
1070 


9100 

11250 
10600 
12600 

160 

50 

1250 
1070 


390 

415 
390 
435 


Hmuz 

Hyul 
Hkux 
Hwuj 
Hiuv 
Hgut 
Hsuf 

Heur 

Hqud 


Page  21 


London  Concrete  Mixer  No.  30-S 


The  London  Concrete  Mixer,  No.  30-S, 

mounted  on  steel  skids  with  Stationary  Loading 
Hopper,  as  illustrated,  is  in  demand  for  work 
where  the  machine  can  he  loaded  with  clam 
shell  or  from  stf)rage  bin,  or  direct  from  cars. 

Capacity.  The  drun:  will  mix  4()  cu. 
ft.  of  material,  i)roportions:  2(5  cu.  ft.  slone,  13 
cu.  ft.  sanfi  and  7  bags  cement;  and,  under  all 
conditions  it  will  hold  30  cu.  ft.  of  mixed  con- 
crete without  o\crloafling.  The  machine  will 
mix  a  batch  per  iiiiiiulc  or  under  average  work- 


ing conditions  will  mix  40  cu.  yards  of  concrete 
per  hour. 

The  Construction  is  modern.  Wide  opening 
gate  in  loading  hopper;  quick  opening  water 
tank  valve;  all  levers  grouped  together;  adapt- 
able to  be  operated  from  the  ground  or  from 
platform  above  machine  as  required.  The  ma- 
chine can  be  furnished  either  with  or  without 
])latf()rm  with  either  hand  or  power  discharge 
mechanism.  Suitable  for  all  kinds  of  construc- 
tion work.  Huilt  to  last  a  lifetime.  Complete 
specilicat  ions  and  blue  prints  mailed  on  request 


London  Concrete  Mixer,  No.  30-S,  On  Skids 


Oul/il 
No. 


0210 
0211 

1)212 

021/; 

0210 


Df.i  ri  jiliiiii 


Willi  Sliitlonary  wiili'mi  iiowcr,  wiUi  I'lillcy  or  Geur  

Willi  Stationary  l-<);i'liiiK  I  I'mjij.i  ,  wii  li      II. I'.  Novo  Miiltliik- C'yllruler  (iuHo- 

IliK-  \;iwM\i\  lloiiwil   

Willi  Si^it i'iii;ii V  l/oa'liiiK  llopiicr,  wllli  SIimiii  I'IukIik',  only  

With  Slaiioiiary  Loa'DiiK  llo|'l"*r,  wllli  Sli'ani  ICnKliic  aiul  Holler  

Willi  Slalioiiaiy  Ixiailiiix  ilo|i|ii-r,  wllli  lUi'i  lrlc  Molor,  Iloilited.,,,,  

Aiiloiiialii  Water 'lank,  ICxtia  

DoHucI  Ion 

If  I'liilforin  not  r'-i|iiiM'l.  rl.-.in.  i   

iSne  upeclficatloiit,  paucit  20-27.) 


Wehhl 
Boxed 

8400 

10500 

9600 

12500 

10350 

1 2;io() 

12760 

1 5500 

( )n  upiilicalloii 

225 

225 

500 

For  Export 


A  pp.  Cu. 
Ft.  space 


017 

(175 
757 
H15 
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London  Concrete  Mixers — Nos.  42-S  and  56-S 


Fig.  A23.  London  Concrete  Mixer  No.  42-S,  fitted  for 
Electric  Motor,  equipped  with  Power  Discharge 
mechanism. 


The  illustration  on  this  page  is  from  an 
actual  photograph  of  London  Concrete  Mixer 
No.  42-S.  No.  56-S  is  of  the  same  general  desing 
and  construction  but  proportioned  larger. 

Capacity.  The  No.  42  has  a  capacity  of  60 
cu.  ft.  of  unmixed  material  or  Ijx^  cu.  yards  of 
mixed  concrete  per  batch. 

The  No.  56-S  has  a  capacity  of  80  cu.  ft.  of 
unmixed  material,  2  cu.  yards  of  mixed  con- 
crete per  batch. 


These  Mammoth  Concrete  Mixers  have 
every  modern  convenience,  and  are  controlled 
by  one  man.  They  are  built  to  do  rapid  and 
thorough  work  with  low  operating  cost,  and 
their  sturdy  construction  makes  them  good  for 
constant  use  for  almost  a  life-time.  Every 
machine  is  guaranteed  to  mix  one  million 
batches  and  still  be  in  good  condition. 

Complete  particulars  with  blue  prints  and 
specifications  on  request. 
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London  Paving  Mixers 


Fig.  A-25 — No.  11-S  equipped  with  Steam  Power.    Viewed  from  operator's  side. 
Note — All  levers  are  grouped  together. 


London  Paving  Mixers  are  made  in  two 
sizes,  Nos.  11-S  and  16-S.  They  are  different 
from  any  other  paving  mixer  inasmuch  as  they 
were  designed  distinctively  as  machines  in 
which  the  concrete  is  delivered  to  the  Roadway 
by  a  Chute,  which  swings  in  a  half  circle,  de- 
positing the  Mixed  Concrete  to  any  part  of  the 
roadway.  They,  therefore,  have  many  advant- 
ages over  machines  designed  to  be  used  with 
Boom.  They  weigh  less,  are  more  easily  handl- 
ed, have  larger  capacity  and  do  equally  good 
work,  and  cost  less  to  purchase  and  maintain. 

Capacity.  The  No.  11-S  Machine  has  a 
capacity  of  1  1  cu.  ft.  of  mixed  concrete  per 
batch,  or  I cu.  yards  per  hour.  The  No.  16-S 
has  a  capacity  of  16  cu.  ft.  of  mixed  concrete 
per  batcli,  or  20  cu.  yards  per  hour.  These 
capacities  are  based  on  mixing  40  batches  ])er 
hour;  many  contractors  exceed  tliese  cajjacities 
|)cr  lioiir  |jy  25%. 

All  Levers  are  grouped  together  on  the 
sirl<-<<f  I  he  niacliiiic  when-  I  licci)}^ii)e  is  mounted, 
every  lever  being  in  reach  of  the  ojuM-ator.  Il, 
therefore,  only  requires  one  man  lo  run  llic 
ni;i(  liiiK 

The  I'ower  Lo:i(ling  Hopper  wlii(  li  o|)(  i  - 
atCH  in  ;mI  \  .1  III  !■  ol  i  Ik-  ih.k  h  ine,  allows  I  lie  ina- 
<'hine  l o  \s <h  I,  on  ,i  n.i 1 1 < .w  Mi;i(lw;i y,  also  iiiMircs 
atl  ev«Mlly  I  i.i  l.i  ii<  i  <  I  Io.k  I  ,i  l  .ill  l  i  mcs,  a  vcr-y  i  in 
porlaill  f(-aliiM  m  .iii\  ni.u  lilnr  <  )|  )cr,i  I  <■(  I  willi 
tra<li<;;i  r|ri\< 

'f'he  LU'ViUed  Dnini  i  .  .i  disl  in(  (  K-  modern 
((■alUK-  noi   (onlained  in  any  oilier  niacliiiie 


made.  A  glance  at  the  above  illustration  is  self- 
explanatory.  The  higher  the  drum  is  raised 
from  the  ground  the  greater  the  descent  of  the 
concrete  as  it  is  discharged  from  the  drum.  It 
is  impossible  to  use  a  delivery  chute  with  the 
ordinary  type  of  mixer  as  the  drum  is  set  too 
low  down,  but  where  the  elevated  drum  is  used 
there  is  no  difficulty  in  securing  a  continuous 
flow  of  concrete  down  the  delivery  chute  when 
the  machine  is  discharging. 

A  Rear  Discharge  is  always  desirable  in  a 
machine  for  street  paving  as  it  takes  up  less 
room  on  the  roadway  than  a  machine  with  side 
discharge. 

The  Rotary  Delivery  Chute  has  solved  the 
problem  of  (piick  delivery  of  (he  concrete  to  any 
part  (jf  the  roadway.  This  chute  swings  in  a 
complete  half  circle.  The  cliule  is  provided 
with  gales  which  open  up  at  different  points 
making  it  i)ossible  to  deposit  the  concrete  close 
lo  the  machine,  or  at  any  point  within  the 
radius  of  the  cluit(>,  thus  delivering  the  con- 
crete to  any  pail  of  the  roadway  in  a  con- 
liniious  stream. 

The  Traction  Drive  is  of  sliding  gi-ar  U  pe, 
bdlh  forward  and  reverse.  It  is  ecpiipped  with 
liaclion  oil  each  side,  which  may  be  used 
separately  or  both  together,  the  traction  is 
|)r()\i(le(l  willi  fiiclion  clutch  so  thai  the  ma- 
riiine  may  be  started  ;is  slowly  as  desired. 
Tliis  macliiiie  will  liMvel  on  am'  ordiii.ii  \'  i();i(l 
way  al  two  miles  per  horn. 


1*A(ilC  1^1 


-LONDON  G0NGRET b(|Ji|y|>I>l  ) MACHINERY- CaZ.^^^ 


Fig.  A-26 — No.  11-S  equipped  with  Multiple  Cylinder  Gasoline  Engine.    Machine  viewed  from  rear  side. 


Power  Used.  We  build  Paving  Mixers 
equipped  with  Steam,  Gasoline  or  Electric 
Power.  See  description  of  Gasoline  Engines, 
in  Catalogue  No.  32-E. 

The  London  Paving  Mixers  produce  just 
the  right  kind  of  concrete  for  road  building,  a 
homogeneous,  creamy  mixture,  which  will  flow 
down  the  chute  freely  under  all  conditions — a 
kind  of  mixture  which  does  not  separate,  the 
ingredients  being  well  mixed  and  equally  dis- 
tributed. 

The  Construction  is  high  grade 
throughout,  the  materials  are  the  best  obtain- 
able.   All   parts  subject   to  wear  are  espe- 


cially heavy.  The  design  is  such  that  there  are 
few  parts  to  wear  out,  in  fact  our  machines  are 
running  for  years  without  repairs.  The  cost  of 
upkeep  on  these  machines  is  small  because  they 
are  built  to  stand  long  and  hard  service. 

Contractors  having  large  work  have  proved 
without  doubt  that  The  London  Paving  Mixers 
will  lay  pavement  more  rapidly  than  machines 
of  similar  size,  doing  first-class  work,  at  a  con- 
siderable less  cost  for  labor  and  plant  upkeep; 
and,  they  have  been  more  than  able  to  compete 
with  those  using  other  types  of  machines — 
every  machine  sold  has  given  absolute  satisfac- 
tion— every  customer  has  given  them  the  very 
highest  praise. 


London  Paving  Mixers 


Outfit 
No. 


Description 


Weight 


For  Export 


Weight 
Boxed 


A  pp.  Cu. 
Ft.  space 


Code 


230 
23014 

231 
231 K 
232 


No.  11-S  with  14-ft.  Chute,  Steam  operated  

No.  11-S,  with  14-ft.  Chute,  with  12  H.P  2-Cylinder  Novo  Gasoline  Engine, 

Housed  

No.  16-S,  with  14-ft.  Chute,  Steam  operated  

No.  16-S,  with  14-ft.  Chute,  with  18  H.P.  Novo  Gasoline  Engine,  Housed   

Extra  Chute,  per  ft  

(See  specifications,  pages  26-27.) 


10225 

9075 
13780 
11550 
50 


12225 

10975 
15000 
14150 
50 


500 

510 
765 
750 


Juwh 

Jgwt 
Jswf 
Jewr 
Jqwd 
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LONDON  CONCRETE 


MACHINERy  CO.L¥/d 


Dimension  Sheet 

X,  Dimensions  in 

Inches  of  London 
Concrete  Mixers 
Nos.  4,  6  and  7-S 


=4^ 


Mixer 

A 

B 

C 

Di 

D 

E 

F 

H 

J 

K 

L 

M 

0 

P 

P' 
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S 

T 

U 
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Y 
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No.  4 

32 
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14 

41 

47M 

61 

3514 

43  M 

2 

20 

22M 

48 

21 

24 

33 

21 

7 

10 

No.  6 

38 
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41 

581^ 

73M 

35M 

44}^ 

78 

32  M 

3 

20 

21 

90 

51 

10 

21 

25 

36 

26 

9 
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No.  7S 

42 

27 

16 

37 

41 

66H 

35^ 

44^ 

.78 

32  M 
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20 

21 

90 

54 

12 

21 

25 

39 

26 

9 

12 

Dimensions  in  Inches  of 
London  Concrete  Mixers 
Nos.  9-S,  Il-S,;15-S,22-Sand30-S 
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Dimension  Sheet 
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London  Sidewalk  Mixer,  No.  11-S 


The  London  Sidewalk  Mixer  is  design- 
ed especially  for  laying  Sidewalks.  It  has  a 
capacity  of  11  cu.  ft.  of  mixed  concrete  per 
batch,  or  13  cu.  yards  per  hour. 

On  Large  Contracts  for  laying  Side- 
walks this  machine  is  preferred  over  any  other 
type  of  Mixer.  It  will  save  considerable  in 
labor  and  will  also  permit  a  greater  amount  of 
work  to  be  done  in  a  season. 


This  Machine  has  a  Traction  Drive.  It 

moves  itself  along  the  roadway  by  its  own 
power  at  about  two  miles  per  hour,  and  will 
travel  either  forward  or  backward.   As  the  ma- 
chine moves  along  the  main  roadway 
the  concrete  is  delivered  to  the  sidewalk 
in  a  continuous  stream. 

An  Elevated  Drum.  The  drum  is 
set  very  high  up,  permitting  the  de- 
livery chute  to  have  sufficient  grade  to 
insure  an  easy  flow  of  mixed  concrete. 
The  chute  turns  in  a  complete  half 
circle.  It  also  has  three  gates  and,  therefore, 
will  deliver  the  concrete  to  any  point  within 


J  I'Ifl.  800. 


Fig.  801. 

reach  cf  the  chute.  The  sidewalk  may  be  as 
much  as  two  feet  above  the  level  of  the  main 
roadway  without  affecting  the  operation  of  the 
machine. 

All  Levers  are  Grouped  Together  so  that 
one  man  can  operate  the  machine.  The  Con- 
struction of  this  machine  throughout  is  very 
high  grade.  It  is  built  to  run  continuously 
without  repairs. 

We  Guarantee  that  this  machine  will 
save  10%  in  labor  over  other  types  of  mixers 
on  any  contract  of  sufficient  size  to  warrant 
the  use  of  a  traction-driven  machine.  We 
gladly  furnish  the  names  of  large  cities  now 
using  these  machines,  to  any  person  interested. 

Power  Used.  We  use  Novo  12  H. P. 
Two-Cylinder  Gasoline  Engines  on  all 
gasoline  operated  outfits.  The  engine  is 
e(|uipped  with  Magneto,  and  covered 
with  Steel  House.  We  can  also  supply 
this  machine  equipped  with  Electric 
Motor. 


London  Sidewalk  Mixer 
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London  Automatic  Pressure  Water  Tanks  for  London  Mixers 


London  Automatic  Pressure  Water 
Tanks  a  re  recommended  for  use  on  London  Con- 
crete Mixers  when  the  Concrete  Mixer  is  used 
for  Town  or  City  work,  or  on  any  job  where  the 
water  can  be  supplied  from  a  Hydrant  giving 
a  pressure  of  not  under  20  pounds  to  the  square 
inch. 

,    This  is  a  Self- Measuring  Tank.    It  can 

be  set  to  discharge  any  desired  quantity  of  water 
per  batch.    The  water  is  discharged  from  the 


Fig.  15 — Automatic  Water  Tank. 


tank  almost  at  City  Pressure.  The  quantity  of 
water  for  any  single  batch  of  concrete  may  be 
decreased  at  the  will  of  the  operator  by  revers- 
ing lever  thus  closing  off  the  discharging  valve, 
or  it  may  be  increased  by  giving  the  lever  an 
extra  pull.   This  feature  is  a  very  desirable  one. 

There  is  also  a  Glass  Water  Gauge  on 
all  London  Automatic  water  tanks,  so  that  the 
operator  can  at  all  times  see  in  the  glass  the 
exact  amount  of  water  supplied  to  the  batch. 
All  Tanks  are  made  by  the  electric  weld  process 
and  are  tested  to  200  pounds  pressure.  These  tanks 
are  built  in  sizes  to  suit  all  sizes  of  London  Concrete 
Mixers. 

Description  of  Illustrated  Features 

A — Air  Valve  to  admit  air  to  Tank,  which  forces  water  out 
quickly. 

B — Stuffing  Box  for  adjusting  Rod. 

C — Adjusting  Rod  for  regulating  Adjustable  Water  Tube. 

D — Note — Water  in  Tank  cannot  be  discharged  to  a  point  lower 
than  top  of  Adjustable  Water  Tube. 

E — Adjustable  Water  Tube  which  may  be  set  to  permit  the 
discharge  of  any  portion  of  the  contents  of  the  Tank.  Rod 
C  holds  the  tube  at  any  desired  position.  When  the  lever 
is  in  position  L  the  water  passes  through  the  Water  Tube, 
thus  filling  the  Tank.  When  the  lever  is  in  position  J  the 
water  is  discharged  from  the  Tank  through  Water  Tube, 
but  not  lower  than  the  top  of  the  Tube. 

F — Discharge  Pipe  in  which  is  inserted  the  Adjustable  Water 
Tube. 

G  Three  Way  Valve  operated  by  Lever  L. 

H — Supply  Pipe  to  attach  hose  for  water  supply. 

I  — Steel  Frame  to  fasten  Tank  to  Frame  of  Mixer. 

J  — Position  of  Discharge  Lever  when  Tank  is  being  discharged. 

K — Discharge  Pipe  which  is  connected  to  the  Mixer  Frame  and 

delivers  the  water  to  the  Mixer  Drum. 
L — Lever  to  operate  three  way  valve,  discharging  or  refilling 

the  tank. 

M — Glass  Water  Gauge,  showing  level  of  water  in  the  tank. 


Tank  and  Pump  Combination  for  London  Mixers 

This  Combination  of  Pump  and  Water  Tank  is  recommended 
for  use  on  London  Concrete  Mixers  where  the  Concrete  Mixer  is  to  be 
used  for  Country  work  or  any  class  of  work  where  the  water  may  be 
pumped  from  a  creek,  tank  wagon  or  other  supply. 

It  has  an  Indicator  showing  the  water  lever,  so  that  the  quantity 
of  water  for  each  batch  can  be  gauged  definitely. 

The  Rotary  Pump  will  draw  water  25  feet  vertically  or  200  feet 
horizontally. 

The  Water  Tank  is  large  enough  to  hold  sufficient  water  to  wet 
several  Batches  of  Concrete.  These  Combination  Pumping  Outfits 
are  built  in  sizes  to  suit  all  sizes  of  London  Concrete  Mixers. 

Description  of  Illustrated  Features 

M — Water  Level  Indicator.    Note. — The  arrow  on  end  of  Rod  points  to  water  level. 
N — Graduating  Scale  indicating  gallons  of  water  discharged. 
O — Discharge  Pipe  from  Rotary  Pump  to  Water  Tank. 
P — Float  which  operates  Water  Level  Indicator. 
R — Rotary  Pump  to  draw  water  from  any  supply. 
S — Suction  Pipe  of  Pump  to  which  Hose  is  attached. 
T — Regulating  Valve  to  regulate  the  capacity  of  the  Pump. 

U — Position  of  Lever  W'.,  when  water  is  being  discharged  into  the  Mixer  Drum. 
V — Discharge  Pipe  which  is  connected  to  the  Mixer  Frame  and  delivers  the  water 
to  the  Mixer  Drum. 

W — Lever  for  operating  Water  Valve,  thus  supplying  water  to  the  Concrete  Mixer. 
X — Sprocket  Chain  which  connects  Rotary  Pump  to  countershaft  of  Concrete  Mixer. 


Fig.  16. — Tank,  and  Pump  Com- 
bination. 
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Ideal  Tilter  Mixers 


The  Ideal  Tilter  Mixers,  open 
drum  type,  are  made  in  two  sizes. 
No.  3  has  a  capacity  of  3  cu.  ft.  of 
mixed  concrete  per  batch;  No.  33^S 
has  a  capacity  of  33^  cu.  ft.  per 
batch,  or,  a  full  half  bag  Mixer  under 
all  conditions. 

These  two  popular  size 
Machines  are  put  up  on  skids 
with  pulley  for  hand  operation  or 
belt  drive;  on  two-wheel  trailer 
truck,  with  spring  axle  brackets; 
with  two  steel  truck  wheels,  or, 
with  rubber-tired,  roller-bearing 
wheels,  as  illustrated  in  Fig. 
817A.A.;  also  on  four-wheel  truck 
as  illustrated  in  Fig.  8120. 

Power.  No.  3  is  equipped  with 
13^  H. P.  Novo  Engine.  No.  3)^  is 
equipped  with  2  H.P.  Novo  Engine. 
Heavy  steel  house  over  engine  and 
magneto  are  standard  equipment. 


Fig.  817A-A    Ideal  Trailer  No.  3  or  33^8  with  Rubber-Tired,  Roller-Bearing 
Truck  Wheels, 


I'iji.  HI  20.     Ideal  Mixer  No.  .<  or  3j;^S  on  .Slcol  Wheels. 
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The  Trailer  Mixer  can  be  hitch- 
ed behind  a  truck  and  hauled  o\er 
rough  roads  without  injury  by  vibra- 
tion. This  type  of  mounting  is  yery 
popular  on  both  types  of  machines. 
The  four  wheel  truck  is  generally 
used  where  the  machine  is  to  be 
loaded  if  the  distance  between  jobs  is 
\'ery  great.  Steel  wheels  are  satisfac- 
tory for  short  hauls. 

l''u!l  spccilications  of  these  Mixers 
are  gix'cn  in  Calaloguc  No.  r)27  illus- 
trating our  lull  line  of  Tiller  Mixers. 
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London  Concrete  Barrows  and  Carts 


CART  NO.  1 
Axle  Spindle— 1^"  cast  steel 


Tray- 


Overall 
Length- 

Capacity- 
WeigKt— 


14  gauge,  reinforced  with  angle 
iron  around  top  and  bottom 
edges. 

53',  width  wheel  36"  in 

diameter. 

6  cu.  ft.  dry,  5  cu;  ft.  yret. 
200  lbs.   All  parts  painted. 


CART.  NO.  2 

No  axle  through  or  under  body. 
Axle  Spindle — 2"  cast  steel,  tapered.  Will 
wear  longer  on  account  of  extra 
large  bearing  surface.  Grease 
cups  on  hubs. 
Tray —  Bottom  14  gauge.  Sides  12 

gauge,  reinforced  with  angle 
iron  around  top  and  bottom 
edges. 


Overall 

Length- 
Capacity — 
Weight— 


54',  width  37',  wheel  42'  in 
diameter. 

7  cu.  ft.  dry,  6  cu.  ft.  wet. 
225  lbs. 


NO.  25A4  WITH  RISER 


The  London  Wet  Concrete  Barrow  No. 

64  has  narrow  deep  stamped  tray,  especially  de- 
signed for  pouring  concrete  and  use  in  narrow 
spaces. 

Extra  heavy,  l%'x2H"x63'. 
Heavy  angle  iron. 
16"  in  diameter.    Easy  wheel- 
ing. 

15  Gauge,  25H"x393^'.  Ver- 
tical depth  at  handles  73^';  at 
wheel  lOM". 

4  cu.  ft.  dry,  3  cu.  ft.  wet. 
70  lbs. 


Handles — 
Nose  Guard- 
Wheel— 

Tray — 


Capacity — 
Weight— 


The  London  General  Purpose  Barrow 
No.  25A4  is  especially  adapted  for  General  Con- 
tractor's use. 

Handles —  lM"x2M',  not  tapered,  thus 
having  full  strenth  at  point  of 
greatest  strain,  just  back  of 
tray. 

Nose  Guard —  Heavy  angle  iron  which  will 
not  bend  out  of  shape  or  slip 
when  dumping. 

Wheel —  •        16' diameter.   Easy  rolling. 

Tray—  293^ 'x37',  vertical  depth  6H' 

'  rear,  9  "  front. 
Capacity —      4  cu.  ft.  dry,  3  cu.  ft.  wet. 
Weight—         70  lbs. 

All  parts  painted. 


NO.  64  WITH  WOOD  RISER 


London  Concrete  Barrows  and  Carts 


OtUftt 
No. 

Description 

Weight 
Each 

For  B 

xport 

C0d4 

Word 

Weight 
Boxed 
Per  doun 

A  pp.  Cu. 
Ft.  space 
Per  doten 

287 
2870 
288 
289 

No.  64  Wet  Concrete  Barrow  

200 

225 
65 
72 

3400 
3800 
1110 
1200 

190 
210 
53 
55 

Oabn 
Oabo 
Ozbm 
Olby 

We  make  a  full  line  of  Wheelbarrows  and  Scrapers.    Catalogue  on  request. 
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